December  9,  1963 

Mr.  J.  £.  Curry 
Chief  of  Polio* 


R*«  Georg*  Butler, 

Lieutenant  of  Polls* 


Sir  i 

On  December  9,  1963,  the  wndereigned  offloer*  were 
appro ee hod  by  Lieutenant  Butler  and  he  related  that 
he  had  Infomation  that  Lae  Harvey  Oawald  was  the 
Illegitimate  son  of  Week  Buby. 

Lieutenant  Butler  further  stated  that  he  had  lnforaa- 
tlon  that  Jaek  Huby  had  applied  for  a visa  to  Mexico 
about  the  sane  tin*  that  Lae  Harvey  Oswald  visited 
that  country.  He  suggested  that  we  contact  the  Mexican 
Consul  to  confine  this  Information. 


Hespaetfully  submitted. 

Jack  Hevlll,  Lieutanant 
Spbclal  Service  Bureau 


JBtnw 


H.  H.  Hart,  Detective 
Special  Service  Bureau 


